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State Inmate Dies in Holmes-Humphreys Regional Jail 


JACKSON - A state inmate housed in the Holmes-Humphreys County Regional Correctional 
Facility was pronounced dead today of natural causes at a Lexington hospital. 

Reggie Lee Jones Jr., who turned 33 today, was serving four years for sexual battery. He also 
received five years' probation when he was sentenced on Nov. 8, 2013, in Monroe County. 

Jones, Inmate No. M6381, was found unresponsive on his bunk at 7:17 a.m. as officers were 
conducting a count. Paramedics treated him before he was taken to the hospital. Warden Barry 
Rule said. 


### 


Media note: Inmate picture available at 
https://www.ms.gov/mdoc/inmate/Search/GetDetails/M6381 




